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Technical Services Staff Operational Program for 
ST 1956 (Revised) and FT 1957 Initial Budget 


1. The TSS Operational Program in the amount of 
IT 1956 represents a net decrease of 

bales the FT 1955 estimated obligations 

The amount shown as a decrease from. 

Ft 1955 to FI 1956 le not in reality a decrease. In that 
the original a llocation for FT 1955 **» l*ter increased 
cover Research and Development work 
for which a comparable amount has not been reflected in 
the estimated Program figure for FT 1956. 


2, This submission also carrie s a supplemental 
request to the amount of FI 195® 

for FI 1957 which iaieqaired to order to 
provide the funding necessary to continue the Research 
and Development Program at about the saws level as pro- 
vided for in ft 1 955 • 
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3. The TSS Operational Program has been reconciled 
with the total amount included to the FI 1956 Congressional 


4 # Xt is re coamended that If the Operational Program 
is approved, unvouchered fowls be used subject to their 
availability within FI 1956 appropriations when wade. 


S. ft. SABKKSS 
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